FISHER SCIENTIFIC 

OCT 24, 2008 ORDER ACKNOWLEDGEMENT PAGE: 1 


THANK YOU FOR YOUR ORDER* * * ANY QUESTIONS REGARDING THIS ORDER, 
CALL l-(800) 766-7000 TO SPEAK TO A CUSTOMER SERVICE REPRESENTATIVE 


ORDER NBR: H82985530 ACCT NBR: 507693-001 ORDER DATE: OCT 24, 2008 
CUST PURCH NBR: 53310671 REL NBR: 

CALLER: SYDNEY FULLER-JONES PHONE NBR: (617)983-6237 


SHIP TO: COMMONWEALTH OF MASS 
181 STOCKBRIDGE RD 
MORRILL BUILD/RM.N251 
FOOD & DRUG LAB MOR 
AMHERST MA 01003 

ATTN: JIM HANCHETT 


SOLD TO: COMMONWEALTH OF MASS 
STATE LABORATORY INST 
305 SOUTH ST 


JAMAICA PLAIN 


MA 02130 


LN IQTY I UN I CATALOG NBR I 


DESCRIPTION 


I UNIT PRC I TOTAL AMT 


001 


EA 


NC9774392 


THE INVOICE 
OTHER MISC 


DEIONIZED WATER PUMP 

1 VENDOR DIRECT SHIP 
ESTIMATED DELIVERY DATE 11/20/08 


MERCHANDISE TOTAL: 


AMOUNT MAY INCLUDE TRANSPORTATION, 
ORDER CHARGES AS DETERMINED BY YOUR 


347 * 08 


TAX, AND 
CONTRACT. 


347 * 08 


347.08 


Folk OIG PRR 061176 




















